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Sec. 9-58. Heating plant wiring. 


Motors on furnace equipment shall be in- 
dividually protected and controlled by ex- 
ternally operated switches and wired in- 
dependently of other circuits. Disconnect- 
ing means shall be accessible and operable 
without removing any part of the heating 
plant or opening any doors. Heating 
equipment shall be so located that it can- 
not prevent access to electrical service 
equipment in case of fire. All furnace and 
boiler equipment shall be adequately pro- 
tected by low-water cut-off and limit con- 
trols. Exposed wiring for all heating 
plants shall be protected by rigid conduit 
whenever installed less than seven (7) 
feet from the floor, except that short 
lengths of flexible metal conduit may be 
used where flexibility is essential, such as 
connecting motors or stack and plenum 
controls. 


Section 2. All ordinances or parts of 


DECEMBER 18, 1967 


ordinances inconsistent with the provisions 
hereof are hereby repealed. 


Section 38. This ordinance shall take 
effect on the thirtieth day from date of its 
adoption. 

By Councilman Smith— 


Resolved by the City Council of the City 
of Lansing: 


This ordinance being for the immediate 
preservation for the public peace, health 
or safety shall take effect upon its passage. 

Council adjourned at 8:45 P.M. 


THEO FULTON, 
City Clerk. 


December 18, 1967. 
R/J/D 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF CANVASSERS 


POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 


Proceedings, December 7, 1967 


The Board of Trustees met as a Board 
of Canvassers for the December 4-7 Pri- 
mary Election and was called to order by 
Chairman Donald DeCarr. 


Present: Trustees DeCair, Graves, Jack- 
son, Novello and Rainwater—5. 


Absent: Trustees Anas, Butler and 
Murninghan—3. 


Present: Raymond W. Burgess, Sec- 
retary. 


Report of Election Inspectors. 


Police Department Primary Election 
December 4-7, 1967. 


We hereby certify that there were 151 
votes cast at the Primary Election held 
December 4-7, 1967 for the nomination of 
the candidates for the office of Police De- 
partment Member Trustee for the term end- 
ing 12-31-71, and that the following is a 
complete statement of votes cast. 


Dale A. Ostrander 


Clarissa M. Young — 61 


Lawrence W. Murphy —_~_. 17 
(Spoiled Votes) 2 | 
TOTAL VOTES CAST ___... 151 


It was moved and supported that where- 
as the report of the election inspectors 
showed that there were three candidates 
placed on the ballot and that Dale A. 
Ostrander and Clarissa M. Young showed 
the highest number of votes cast, that 
they be placed on the ballot of the General 
Election run off to be held on December 
18-21, 1967. 


Carried. 


The Board Adjourned. 


RAYMOND W. BURGESS, 
Secretary. 


DONALD JACKSON, 
Election Inspector—Chairman (Vice) 


WARD RAINWATER, 
Election Inspector. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF CANVASSERS 
POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 


Proceedings, December 18, 1967 


The Board of Trustees met as a Board 
of Canvassers for the December 18-21 
General Election and was called to order 
by Chairman Donald DeCair. 


Present: Trustees DeCair, Graves, Jack- 
son, Murninghan and Rainwater—5. 


Absent: Trustees Anas, Butler and 
Novello—3. 


Present: Raymond W. Burgess, Secre- 
tary. 


Report of Election Inspectors. 


Police Department General Election 
December 18-21, 1967. 


We hereby certify that there were 133 
votes cast at the General Election held 
December 18-21, 1967 for the electing of 
the new Trustee for the Board of Trustees 
of the Policemen’s and Firemen’s Retire- 
ment System for the term ending 12/31/71, 
and that the following is a complete state- 
ment of votes cast. 


Clarissa M. Young —.......... 15 
Dale A. Ostrander __.....-.. 58 
TOTAL VOTES CAST __......133 


It was moved and supported that where- 
as Clarissa M. Young showed the highest 
number of votes cast, that she be declared 
the winner of the General Election for the 
election of the new Member Trustee of the 
Board of Trustees. 


The Board adjourned. 


RAYMOND W. BURGESS, 
Secretary, 

Policemen’s and Firemen’s 
Retirement System. 


DONALD JACKSON, 
(Election Inspector—Vice Chairman) 


WARD RAINWATER, 
GERALD W. GRAVES. 


December 21, 1967 


I do hereby certify that the following 
votes were cast in the General Election 
held December 18th thru 21, 1967. 


Clarissa M. Young __............__. 15 
Dale A. Ostrander -...--........ 58 
TOTAL .................._-_.188 


Ballots Number 134-187 were returned 
to this office. 


RAYMOND W. BURGESS, 
Secretary. 


DONALD A. DeCAIR, 
(Election Inspector—Chairman) 


MAX E. MURNINGHAN, 
WARD RAINWATER, 
GERALD W. GRAVES, 
DONALD JACKSON. 
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